ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT 4 
BEAT 
DATE 09-02-15 
OFFICER 1 PARRA, A #126 
OFFICER 2 AYALA, M #107 
SUPERVIS NAM, KI 
OR 
P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED THE LOCATION FOR ANY PROBLEMS. 
0600/06 BOW- ALL EQUIPMENT WAS OBTAINED IN GOOD 
30 WORKING CONDITION. 
0640/06 RADIO CALL- 6407 SUNSET BLVD GACK IN THE BOX). 
55 RE: SUBJECT SLEEPING INSIDE. WE MADE CONTACT 
WITH 3 SUBJECTS. WE ADVISED THEM ALL PER 
MANAGEMENT TO LEAVE AND THEY COMPLIED. 
0710/07 RADIO CALL- 1440 VINE ST (FED EX). RE: 415 
20 SUBJECT REFUSING TO LEAVE. WE MADE CONTACT 
WITH THE SUBJECT IN QUESTION, ASKED HER PER THE 
MANAGEMENT TO LEAVE AND SHE COMPLIED. 
0740/07 RADIO CALL- 1413 VINE ST (McDONALD’S). RE: PAN 
50 HANDLER IN THE DRIVE THRU. WE MADE CONTACT 
WITH THE SUBJECT, ASKED HIM TO LEAVE AND HE 
COMPLIED. 
0800/08 BUSINESS CONTACT- 6130 SUNSET BLVD (RITE AID). 
10 WE CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH JOHN LOCATION 
WORKER WHO STATED ALL WAS OK. 
0810/08 RADIO CALL- 1413 VINE ST (McDONALD’S). RE: 2 
20 FEMALES IN THE RESTROOM REFUSING TO LEAVE. 
FB1 MADE CONTACT WITH THE FEMALE’S, ADVISED 
THEM PER THE MANAGEMENT TO LEAVE AND THEY 
COMPLIED. 
0820/08 ASSIST/FB 1- 6051 HOLLYWOOD BLVD (7-11). RE: 415 
30 SUBJECT AT THE LOCATION. WE MADE CONTACT WITH 


2 SUBJECTS. WE ASKED PER THE MANAGEMENT TO 
LEAVE AND THEY COMPLIED. 
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ASSIST/FB 1- 1605 IVAR (PUBLIC LIBRARY). RE: 
SUBJECT’S LYING ON THE SIDEWALK. FB 1 ADVISED 
THE SUBJECT’S TO GET UP AND MOVE ALONG. ALL 
SUBJECT’S COMPLIED. 


RADIO CALL- 1413 VINE ST (McDONALD’S). RE: 
SUBJECT ASKING FOR MONEY IN THE DRIVE THRU. 
WE ADVISED THE SUBJECT TO LEAVE AND HE COMPLIED. 


ASSIST/FB 1- 6981 HOLLYWOOD BLVD (10 DOLLAR 
STORE). 

RE: 415 MAN AT THE LOCATION. FB 1 ADVISED THE 
SUBJECT TO LEAVE AND HE COMPLIED. 


BUSINESS CONTACT- 6450 SUNSET BLVD (STAPLES). 
WE CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH DAVID LOCATION 
MANAGER WHO STATED ALL WAS OK. 


C-7 MEAL BREAK. 
HBID OFFICE- PM WATCH ROLL CALL/EXCHANGE OF 
VEHICLE/OFFICER LOG. 


EOW- ALL EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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